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To the Custodian, 



Sir: 


You are requested to report immediately vrhethex' there are 
any outstanding liabilities incurred by yoxi without authority 
from the Department,for labor and matei’ial for the building in 
your custody.chargeable to the following appropriations, viz; 

^ "Repairs and Preservation of Public Buildings, 1894." 

^ "Heating.Hoisting and Ventilating Apparatus for Public Buildings,1834. 

^ "Vaxilts.Safes and Locks for Public Buildings, 1894." 

If thex’e are any such outstanding liabilities, you are re¬ 
quested to submit them immediately for the action of the Depart¬ 
ment,on properly receipted and certified vouchers in duplicate, 
dravm against the proper appropriation,submitting v/ith each 
statement of accoxxnt^ja letter of explanation,as required by Section 
VIII of "Instructions to Custodians." To insure payixient of such 
expenditures it is absolutely necessary that these statements 
shall be made before the close of the current fiscal year, viz: 

June 30,1894, 

Ko statements of expenditures chargeable to the appropi“ia- 
tions mentioned on pages 19, 20 and 21 of "Instructions to Gusto.^ 
dians" must be submitted to this office. 
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Treasury Department, 

Office of the Supervising Architect, 

Washington, D.C., 

June 12, 1894 

To the Custodian, 

U.S.Mint, 

Philadelphia, Pa. 

Sir: 


You are requested to report immediately whether there are any outstanding liabilities 
incurred by you without authority from the Department, for labor and material for the building in 
your custody, chargeable to the following appropriations, viz: 

1 “Repairs and Preservation of Public Buildings, 1894.” 

2 “Heating, Hoisting and Ventilating Apparatus for Public Buildings, 1894.” 

3 “Vaults, Safes and Locks for Public Buildings, 1894.” 

If there are any such outstanding liabilities, you are requested to submit them 
immediately for the action of the Department, on properly receipted and certified vouchers in 
duplicate, drawn against the proper appropriation, submitting with each statement of account, a 
letter of explanation, as required by Section VIII of “Instructions to Custodians.” To insure 
payment of such expenditures it is absolutely necessary that these statements shall be made 
before the close of the current fiscal year, viz: June 30, 1894. 

No statements of expenditures chargeable to the appropriations mentioned on pages 19, 
20, and 21 of “Instructions to Custodians” must be submitted to this office. 

Respectfully yours, 

J. O’Rourks 
Supervising Architect. 

C.R.K. 

[Handwritten note at top:] 

Received 
June 15/94 
James E. MacLaue 
Custodian 



